
california petition for review when can this be filed

A party must file a petition for review within 10 calendar days after the Court of Appeal decision becomes final, which is generally 30 days after the Court of Appeal files a decision. The 10 days begin counting on the 31st day after the Court of Appeal files a decision.

questions of law

california defendant not testifying
california defendant not testifying sex case


This application is based upon this notice, memorandum of points and authorities
       noted above, the declaration of the defendant noted in the introduction, and any
evidence and argument presented at the hearing on this application.






































































































